Jan. 8, 1984; Framingham, MA
3:00 AM. EST. In the witness's bedroom a short humanoid pointed a beam at the witness in bed. The witness felt that the being could telepathically read her mind. When the being had left a three-foot long by 18" cylinder shot straight up into the sky outside. (Source: MUFON UFO Journal, August 1991).

Nov. 26, 1984; Gloucester, MA
6:15 PM. A UFO seen by Mr. & Mrs. Hoel in Gloucester, Massachusetts seemed to respond to their comments while flying over Magnolia Bay. The  dark triangular object, 150 feet wide, with a canopy underneath, flew at 125 feet altitude and passed over Magnolia Bay and surrounding trees. It made a low droning sound, and seemed to be made of a non-reflective material. (Sources: Doris Graziano, APRO Bulletin, June 1985, p. 8, citing the Gloucester Times; John Melesciuc, MUFON UFO Journal, February 1986, p. 11).
